location in question, and this is because one is not moving
fast.  If the pole does come off, one could stop the vehicle
and retrieve the pole (Tr. 359).  He indicated that the mine
must be pre-shifted three hours preceding the next operating
shift, and that this includes the trolley wire guards {Tr.
359-360) .  He could not r.emember how long the guard in
question was down (Tr. 361). Mr. Gaydos could not state how
serious an injury would result if one were to simply brush
the wire, but conceded that he "respects it," and would not
like to back into it (Tr. 364) .

On cross-examination, Mr. Gaydos confirmed that short
of someone committing suicide by intentionally grabbing
the wire, he could not imagine anyone suffering fatal injuries
while riding in a piece of equipment under the wire. He
stated that it was his practice to duck his head while
approaching an overhead wire, and he would expect that an
experienced motorman would do the same (Tr. 365-366).- He
conceded that it was possible that the guards were knocked
off by a pole coming off the wire, and he confirmed that under
State law the trolley guard boards extend two inches below
the wire (Tr. 370) .

After carefuly consideration of all of the testimony and
evidence adduced here, I conclude and find that the petitioner
has established by a preponderance of the evidence that the
guarding for the cited energized trolley wire at the location
in question was inadequate, and that this constitutes a viola-
tion of section 75.1003.  Accordingly, Citation No. 2102681
IS AFFIRMED.

PENN 83-136

MSHA Inspector Okey H. Wolfe confirmed that he issued ,
Citation No. 2103084, on February 8, .1983, for a permissibility
violation on a Fletcher roof bolter after finding that one of
the bolts which secured the lid to the main contactor compart-
ment was missing (Tr. 579). The function of the compartment
is to distribute power to various parts of the machine, after
it comes in from the power source. He believed the mine was
active the day the citation issued, and the bolter was
required to be maintained in permissible condition. All
bolts must be in place so as to preclude methane from
entering the compartment or to confine any methane ignition
inside the compartment (Tr. 581) .

The parties agreed to incorporate by reference Mr, Wolfe's
prior testimony concerning the methane liberation history of
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